
TOWN OF ARLINGTON 


CAPITAL PLANNING COMMITTEE 


Report to Town Meeting 


Special Town Meeting 
December 5, 2018 


REPORT OF THE CAPITAL PLANNING COMMITTEE 


Recommended Votes 

ARTICLE 7 CAPITAL BUDGET/DPW YARD 

To see if the Town will vote to appropriate a sum of money for remodeling, reconstructing, 
or making extraordinary repairs to the DPW Yard and associated buildings, including 
original equipment and landscaping, paving and other site improvements incidental or 
directly related to such remodeling, reconstruction or repair, and determine whether such 
appropriations shall be raised by taxation, transferred from available funds, borrowed or 
provided by any combination of the foregoing; or take any action related thereto. 


(Inserted at the request of the Town Manager) 


VOTED: That the sum of $1,253,754 be and hereby is appropriated for the purpose of 

paying costs of the design, remodeling, reconstruction, and/or extraordinary 
repairs to the DPW Yard and associated buildings and for costs incidental 
and related thereto, and that said sum be transferred from retained earnings 
of the Water and Sewer Enterprise Fund. (5-0-1) 


The Capital Planning Committee requests that you support its recommendation on Article 7. 
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